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Region  9 Gold  King  Response 

Deployment  to  Incident  Command  Post  (ICP)„  Farmington.,  New  Mexico 
Instructions  as  of  August  9,  2015,  1600  hrs 

1 . Information  as  of  this  date  is  developing.  The  following  information  is  current  as 
of  the  date/time  listed  above. 

2.  Charge  your  time  for  response  and  preparation  to  the  following  account: 

a.  2015  T 08L  303DC9  A8K9RV00 

3.  Cross  Funding  information  is: 

ORG:  EPAR08EPR 

LABEL:  15  R8  EPR  Cross  Funding  1 

4.  You  will  be  reporting  to  the  ICP  located  at  the  Faim,  Farmington,  NM.  The  ICP 
is  181  miles  northwest  of  Albuquerque,  New  Mexico,  via  US-550.  The  ICP 
address  is: 

The  Farm 
605  E Apache  St 
Farmington,  NM  87401 

5.  Randy  Nattis  is  the  Incident  Commander,  he  can  be  reached  at  4 1 5-940- 1 1 08 

6.  You  will  need  to  arrange  for  lodging  while  at  the  ICP  will  be  in  one  of  the 
following  hotels: 

a.  Hampton  Inn  -1500  Bloomfield  Blvd  Farmington,  NM  87401 
(505)  564-3100 

b.  Marriott  Courtyard  - 560  Scott  Avenue  Farmington,  NM  87401 
(505)  325-5111 

c.  home2suites  -777  South  Browning  Parkway,  Farmington,  NM  87401 
(505)  325-1500 

d.  URL  to  all  three:  http:/7www.roomkev.com/ii/ 

7.  You  should  bring: 

a.  EPA  ID  or  Credentials 

b.  Driver’s  license 

c.  Government  travel  credit  card 

d.  Cell  phone  with  charger  (if  you  were  given  or  have  one) 

e.  Government  issued  calling  card  (if  you  were  given  one) 

f.  Laptop  with  charger  (we  are  not  providing  laptops)  your  laptop  must  have 
as  a minimum:  wireless  card 

g.  USB  Thumb  drive  8 GB  minimum 
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h.  Comfortable  Clothing  (EPA  clothing  if  you  are  given,  jeans,  light  color  t- 
shirts,  etc.)  that  will  last  at  least  7-14  days. 

8.  You  need  to  bring  any  of  the  following  when  possible: 

a.  Aircards,  MiFi,  RSA  Token,  iPhone,  Satellite  phone,  GPS  Units,  along 
with  chargers  and  other  gadgets  that  will  help  communications. 

b.  Personal  items  such  as: 

Any  prescription  medicine  or  special  needs 
Lip  balm 

Toiletries  (soap,  shampoo,  lotion  and  etc.) 

Small  first  aid  kit 
Sun  Screen 
Sunglasses 
Ball  Cap 

Extra  dry  socks  for  fieldwork 
Foot  Powder  for  fieldwork 
Headscarves,  handkerchiefs,  etc. 

c.  Protective  Gear  (for  field  operations  personnel): 

Steel-toed  boots 
Safety  glasses 

Comfortable  walking  shoes/boots 

Rubber  boots 

Rain  Gear 

Leather  Gloves 

Ear  Plugs 

Reflective  safety  vest 
Hardhat 

d.  Other  items  (optional): 

Flashlight  with  spare  batteries 
Smaller  backpack 
Multi -purpose  tool 
Wet  Wipes 
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